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This invention relates to glass holders. 
More particularly, it. relates to glass holder 
attachments adapted to engage the peripheral 
portions of a table or other object having similar 
peripheral portions and fo receive und support 
a glass in upright position upon the table's upper 
surface. 
If is the general object of my invention to 
provide a novel and improved glass holder of 
cheap and simple construction. 
A more specific object is to provide a novel and 
improved glass holder which can be manufac- 
tured of a minimum amount of material and 
which will operate in a more efficient manner, 
and under varied conditions. 
Another object is fo provide a glass holder 
capable of being readily mounted upon the pe- 
ripheral portions of tables or other similar obects 
having similar peripheral portions, even though 
the tables or objects vary substantially in thick- 
nesses. 
Another object is to provide a glass holder 
constructed with a minimum of material and yet 
having an improved clamping action as a result 
of the manner of formation of its essential com- 
portent parts. 
These and other objects and advantages of my 
invention will more fully appear from the follow- 
ing description ruade in connection with the 
accompanying drawings, wherein like reference 
characters refer to the saine or similar parts 
throughout the several views, and in which 
Fig. I is a perspective view of one embodiment 
of my invention attached to the peripheral por- 
tions of a table. 
Fig. 2 is a side elevational view of a similar 
embodiment attached to the peripheral portions 
of a table of substantially greater thickness; and 
Fig. 3 is a top plan view of the embodiment 
shown in Fig. 1. 
The entire unit embodying my invention as 
shown in Figs. 1-3 is characterized by its open 
framework and its construction from a minimum 
amount of material. As shown, the entire unit 
is ruade of stiff but resilient rod material of small 
diameter, this rod material being preferably of 
a light-weight metal. The embodiment shown 
in Figs. 1-3 includes an upright rod § which bas 
fixedly secured to ifs upper end a ring 6. Fixedly 
secured fo the medial portions by welding or some 
other suitable means is a generally U-shaped 
combined glass support and table-top-engaging 
member 7. The length of the arms of the table- 
top-engaging member 7 as shown is substantially 
equal fo the diameter of the ring 6, and the dis- 
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tance between these two arms is less than the 
diameter of the bottom of the glass to be sup- 
ported. This means, of course, that the distance 
between the arms 7 is also substantially less than 
| the diameter of the ring 6. As best shown in 
Fig. 3, the ends of the arms of the U-shaped 
member 7 are reversed upon themselves as at 6 
to provide a broad gripping surface for the arms. 
The rod 5 at a point 9. a substantial distance 
10 below the point of attachment of the U-shaped 
member 7 is bent sharply inwardly and then 
downwardly as af 16 and reversed upon itself fo 
provide an upwardly and inwardly extending 
clamping arm ! . The extreme end of the rod 5 
lff and the clamping arm ! isreversed upon itself 
as af 2. The reversing of the rod  upon itself 
forms a substantially circular framework af ifs 
lower end, this circular framework being of sub- 
stantial diameter as. shown by the broken line 
0 -indicated as 13 extending thereacross. 
In operation, my glass holder can bë attached 
to the peripheral portions of a table Or similar 
object by simply drawing downwardly on the 
clamping arm ! ! and sliding the peripheral por- 
ff tions of the table between the U-shaped bracket 7 
and the upper end ! 2 of the clamping arm. Upon 
the release of the clamping arm ! the entire 
unit will be firmly mounted upon the table top, 
this being especially true if the outer edge of the 
30 table top is moved to a position where it abuts 
against the rod  as shown in Fig. 1 and Fig. 2. 
The spaced arms of the U-shaped member 7 with 
their reversely curved end portions 6 are highly 
effective in preventing any tendency ïor the unit 
35 fo tip sideways which may result from the same 
being bumped by a user. The resilient clamping 
arm !  firmly engages the underside of the table 
top fo clamp the entire unit in an efficient man- 
ner fo hold the saine rigid with respect fo the 
40 table. The glass desired to be supported, of 
course, is inserted through the ring 6 from above 
to a position where the bottom of the glass will 
test upon the U-shaped member 7. 
One of the advantages of my glass holder is 
45 that it may be constructed with a minimum 
amount of material and that the entire unit has 
an open framework. Since the unit may be con- 
structed entirely of rod material of smaI1 diam- 
eter, there are no obstructions to the vision of 
0 the user when desiring fo refer fo the glass to 
determine the amount of its contents. Thus, it 
can be seen that the 'amount of the contents of 
a glass may be readily visualized af a glance 
when the glass is supported by out glass holder. 
 Af the same rime, a very minimum amount of 
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rod material is required fo manufacture the 
glass holder. 
An even more important advantage of my 
glass holder is the improved clamping action 
which I attain as the result of reversing the rod 
5 upen itself af its lower portion. By reversing 
the rod 5 upon itself, I bave utilized to a maxi- 
mum extent the benefit of 
herent in the rod. Itcan be reail-y, seen that by 
reversing the rod  upon itself, the arm I! is 
provided with considerably more efficient clamp- 
ing action than if the rod  had merely been 
curved in a spiral. I bave round that a clamp- 
ing arm formed in the manner described :above 
displays considerably greater :resfliency :than 
clamping arm marie of the saine material and 
shaped in a different manner. 
Another advantage of my glass holder is its 
ready adjustability to receive the peripheral"por- 
tions of tables which vary substantially in thick- 
nss.  AS shöwn in ligs, :land 2, myglass holder 
will as readily receive. a «table top .whichis-rela- 
tively thick 
lesser-thickness. If the object upon which .the 
glass h01der clamps is round fo be extremely 
thick, my :glass holder may be readil.y 
fo be mounted on such an-objectby merely in- 
creasing the extent to-Which 
I! is bent ïorwardly. 'In other words, by shorç- 
ening tte diameter of the :portion vhiCh is re- 
versed upon itself of.the rod -the clamping arm 
will be adjusted .toreceive:bjects-of substantial- 
ly greater-thickness between if and the 'table- 
top-engaging member 7. 
If should be :noted that the open framewok 
t-shaped mëmber .7 .wtùch :supports the .glass 
and ai; the--same tlme ngages-the .top of tle 
table to. provide -the -necessary clamping, action 
in conjunc-tion with the :clamping 'arm t t also 
supports the glass-in spaced relion with re- 
spect to the table top. Thus, if can .be readily 
seen that any condensationwhichmay:tkeplace 
upon the outer surface-of :the glass :.vill be pre- 
vented from immeditely :being disposed upon 
the upper-surface of the table, .Hence, uniess 
this condensation is--extremely .rapid, :the 'mois- 
tu, re which will collect-upomtheouter surface of 
the glass will re-evaporate without being dis- 
posed upen ttïe tabletop. Iftheglass"v¢ere per- 
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mitted fo test upen the table top, this moiiture 
would, of course, wet the table top and cause 
damage, thereto. 
Thus, if can be seen that I have provided a 
5 novel and improved glass holder capable oï being 
manufactured from a minimum amount of 
terial and capable of functioning in an improved 
 1Tlanner. 
If Will, 0f course, be .understood tlat various 
10 changes may be marie in the form, details, ar- 
rangement and proportions of the various parts 
-without departure from the scope of the presenç 
invention, which, generally stated, consists in 
<the nmter.stlown, :and describid, and set forth 
15 in%he oappendeLclaim. 
What I diaimqs: 
A glass holder for a table or other objecç 
haing .a similar peripheral portion comprising 
a :stiff:but resilient upright rod, an open-frame- 
20 work glass-engaging elemen secured to the up- 
per endpor£ïon:of, said rod, :andan :open-ïrame- 
-:work tabletop-engàging element mounted on 
(the :medial portion :0f :said ::rod :and extending 
horizontally_therefrom, 'the lower end portion oï 
25 :said od being !bent inwardly, :then downwardly 
"andthen reversed apon ïtselï *to :extend upward- 
ly and inwardly to a point adjacent to and below 
,said table-top-engaging element-to .proide a 
:resilient:armto engage-.the underside oï the table 
30 and exert the neessary :clCping-iorce in con- 
jm]ction with said tale-top-engaging element 
"o :maintain said rod nd ihence the glass en- 
.gagedbysaid glass-engggiïi:g ëlëmentin uprigh 
,position. 
35 WILLY/M C., SVERKERSON. 
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